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axis there is a fmall handle, with which we turn the fphere 
like a common grindftone. This we find very commodious, 
as the machine takes up but little room, is portable, and 
may be enclofed in a tight box, when not in ufe. 'Tis true, 
the fphere does not turn fo fwift, as when the great wheel 
is ufed : but fwiftnefs we think of little importance, fince 
a few turns will charge die phial, &c. fujficiently. 


I am, &c. 


B. FRANKLIN, 
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Farther Experiments and Observations 

in ELECTRICIT Y. 

SIR, I 74 8 * 

§ j. rnpHERE will be the fame explofion and fhock, 
A if the electrified phial is held in one hand by the 
hook, and the coating touch’d with the other, as when 
held by the coating, and touch’d at the hook. 

2. To take the charg’d phial fafely by the hook, and 
not at the fame time diminifli its force, it muft firfl: be fet 
down on an eleCtrie per fe. 

3. The phial will be electrified as ftrongly, if held by 
the hook, and the coating apply’d to the globe or tube i 
as when held by the coating, and the hook apply’ d. 

D 2 4. But 


